-RDP96-00788R001 700300001 - 


f or tuifi of this form, see AR 340-15; the proponent agency is TAGO 

. r 


ooi-t, 7 

- is \ L ■ 


Whence or office symbol 


IAG PA-F-SD 


SUBJECT 


CENTER LANE Personnel Spaces 


ATTP • U ?\cS SC0K FR0M A ? 1 ( ; S0PS ~ 11U MINT DATE 02 Aug 83 omtT - 

(r 0 r p 3rf . r -i , ATTN: IAOPS-H Nr. Atwater/ jwm/x-7829 

(COL Partridge) ( LTC Tolliver) 

THRU: DCSOPS 

ATTN: IAOPS (COL Hyman) 

1 . (S/CL-l/NOFORN/ORCON) Pursuant to the directives of rr TN<?m m • 

(S& IA1 Pr 0 n ram _ , tron - oecurxty and Intelligence Activities 

jhppom Headquarter^ but ^ established within various areas of 

Headquarters, but not from HU MINT or any other GDIP funded activity. 

2 . (S/CL-l/NOFORN/ORCON) On 22 February 1983 rr njcmw . .. 

oapaWliti“ s h JTS& T 

initiated to «] oct ivcly rectun^. A < .2*. , dltecte ? (mediate action be 
operational capabilities o£ fto ject CEN^V ^r"" , Wh ° W0U , la •» b *.» c « the 

uitectiiro, the Command Staff Pnycholoqist assisted *tilis omenin'''** 
culm utSI. PerSOnnal Wh ° subsei 3«ently volunteered for duty with Project 

SGFOIA3 

. a • (S/CL-l/NOFORN/ORCON) CPI’ Paul H Smith 
assigned to OPS Group, Ft * fci^ad^ and presently 

September 1983 , per coordi nv i nV P / dVdllable for duty with CENTER LANE 1 
Groun coor Jinduion and agreement with COL Hambric, Cdr OPS 

SGFOIA3 

r ? b Uf{ S/ c C ' L “ 1/ i N0P< ? RN/0RC0N) CPT Wiliam G. Ray, 

G 2, Hth oignal Bee, Ft Huachuaca, az, and currer^T^r^i 
assignment to HQ INSCON, Ft Meade, ef ecti« P l i t lL 
coordination with CWO Kennedy, DCSPFJR. a *-l 


presently 
orders for 
1984, per 


3 . J S/CL-l/NOFORN/ORCON 
IN SCO M be identified for 


Request that two non-GDIP funded 03 spaces within 
Project CENTER LANE. This will permit 
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RESTR ICT 


WARNING NOTICE 

CENTER LANE SPECIAL ACCESS PROGRAM 
DISSEMINATION TO THOSE WITH VERIFIED ACCESS 
CATEGORY 1 
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FOR 
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PREVIOUS FOITIONS WILL BE USED 
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IAGPA-t-SD, 02 Aug 83 ( Continued ) 

SUBJECT: CENTER LANE Personnel Spaces (U) 


selected personnel to be asq i *.» 

to the 90 2d MIG for duty. To effect ' 1GSe spaces and then be attached 
orders must read assignment to the 

- Uty Ut oCCUrity S ^ stems Planning Division (SSPD) , SSD, 902d MIG 


assignment to Project CENTER LANE , 
specified space, with subsequent 


Ronald P. Tolliver 
LTC, GS 

Acting A DCSOPS-IIU MINT 


NO'.;' RELEASABLE TO FOREIGN 


NATIONALS 
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